*““CADILLAC MOTEL" 


2498 DOUGALL, WINDSOR, ONTARIO 
on Hwy. 401 3B 
Across from Dorwin Shopping Centre 


MEMBER te CENTRAL TRANE 
% OTCA AAA OAA HEATING 
%& SUPERIOR COURTS te PHONE IN EVERY 
%& DINERS’ CLUB . ROOM 
ye AMERICAN EXPRESS te FREE TELEVISION 
%& CARTE BLANCHE AND RADIO 
% INTERNATIONAL 3% PRIVATE BATH 
CHARGE AND SHOWERS 
Honoured here % AIR-CONDITIONED 
%& CARPETED FLOOR 


REALLY GOOD ACCOMMODATION 
WORTH RECOMMENDING 
GOLF AND DRIVING RANGE NEXT DOOR 
19 UNITS - RESERVATIONS: CL 6-4518 


gen 
31776-B nee 
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